would also have to help remove and reinstall a considerable amount of
brattice curtain.  According to Henry, Danny was not expected to do any-
thing strenuous because Henry was under the impression Danny was still
recovering from a bout with pneumonia and an intestinal disorder.  This,
of course, was not true.  But Henry, if he is to be believed, did not
know the truth.  In any event, he planned to assign Danny to operate the
locomotive to pull the transformer into place and to help him make the
final electrical connections.

The "light work" arrangement was rudely interrupted when Cecil Blevins,
the evening shift mine foreman, suddenly appeared in the repair shop and
told Danny Bryant he was needed to set jacks on the Wilcox miner on the
Union 1 section because two faceman had failed to report for work o ,. the
evening shift. 16/ Joey Stapleton, a belt examiner, was also assigned to
work out of classification. IT/  Stapleton. was assigned to run the bridge
conveyor, which also involved jack setting. He made no complaint about
his assignment.

Bryant, who said he was shocked at this turn of events voiced no
protest to Blevins who thought he had accepted the assignment.  Instead
when Blevins left Bryant Immediately turned to Canady who, if he is to
be believed, was also shocked but also voiced no complaint.  Canady

16/ These instructions came from Tom White, the day shift mine foreman,
not Lloyd White, the division manager.

17/ Temporary assignment out of classification is authorized under the
miners' collective bargaining agreement.

1401 Henry Canady who told him
